DOMESTIC Cl PROGRAM 


Analyses Performed 

Analyses Performed 

Analyses to be 

Monthly 

Semi-Annually 

Eliminated 

FTC Tar* 

Static Burning Time 

Loose Ends (Pack) 

TPM 

Propylene Glycol in Filler 

Firmness (Equilibrated) 

Nicotine 

Glycerin in Filler 

Paper Fiber Content 

H20 

Triacetin in Filter 


Puff Count 

Cuts/Inch 


Tar/Puff* 

Filter Weight 


Tipping Paper Length 

Tipping Paper Color 


Menthol in Smoke 

Paper Fiber Content 


Total RTD 

Cigarette Length 
Circumference 

Filter RTD 

Firmness (Equilibrated) 



— Filter Length 
Permeability 
Ventilation 

Tobacco Weight Analyses Performed Annually 

Rod Length* 

Rod Density* Ventilation Type & Rows of Holes 

Oven Volatiles (Pack & Equil.) 

Firmness (Pack) 

Loose Ends (Pack) 

Total Alkaloids 
Total Reducing Sugars 
Reconstituted Tobacco 
Expanded Stems 
Expanded Tobacco 
BBO 
Lamina* 

Carbon 


*Calculated Parameters 


1imdvdiiy &TL oJJZ js ? J £ (3j?7) 


PM3000981687 

Source: https://www.industrydocuments.ucsf.edu/docs/qymk0001 



